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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 07284 21I828Z 
ACTION ARA-14 

INFO OCT-OI EB-07 ISO-00 /022 W 

021159 220403Z/21 

R211319Z JUL 77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8486 

UNCLAS CARACAS 7284 

PASS TO OED/MEPD, OIM, AND SIPS 

E.O. 11652: N/A 
TAGS: BENC, ENRG,VE 

SUBJ: MAJOR PROJECT: 800 KV SUBSTATION EQUIPMENT 
REE: (1) CARACAS 7283 (2) CARACAS 7285 

1. PROJECT NAME: 800 KV SUBSTATION EQUIPMENT, CADAEE 
BID NO. 77-GSTAPC-OOl. 

2. BRIBE DESCRIPTION: SUPPLY OF FOLLOWING EQUIPMENT: 

A. 1. CONVENTIONAL EQUIPMENT: 

1. VOLTAGE TRANSEORMERS (TRANSFORMADORES DE POTENCIAL), 

800/400 KV AND 800/230 KV. 

2. INSTRUMENT TRANSFORMERS (TRANSFORMADORES DE MEDIDA), 800 KV. 

3. 800 KV POWER SWITCHES (INTERRUPTORES DE POTENCIA). 

3.1 COMPRESSED AIR 3.2 SF6 

4. 800 KV ISOLATING SWITCHES (SECCIONADORES). 

5. LIGHTENING ARRESTORS, 800 KV. 

A.2 SUBSTATIONS ENCAPSULATED IN SF6. 
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3. EXECUTING AGENCY/PROJECT MANAGER: 

ING. ROSARIO SALONIA 
PROJECT MANAGER 

DIRECTORATE OF DEVELOPMENT FOR THE POWER SYSTEM ASSOCIATED WITH 
PLANTA CENTRO EDIFICIO CENTRO ELECTRICO NACIONAL AVENIDA SANZ, 

EL MARQUES CARACAS, VENEZUELA 
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4. STATUS OF PROJECT/ANTICIPATED BID DATES: FIRMS WHISHING 
TO PREQUALIFY FOR THIS PROJECT MUST: 

(A) NAME A REPRESENTATIVE IN VENEZUELA; THE REPRESENTATIVE 
MUST PRESENT THE FOLLOWING DOCUMENTS TO CADAFE ON 8/29/77: 

A. I. A LETTER ADDRESSED TO CADAEE WHICH EXPRESSES THE NAME 
OF THE FIRM BEING REPRESENTED AND THAT EIRM'S INTEREST IN 
PARTICIPATING IN THE PROJECT; 

A.2. DULY LEGALIZED AND TRANSLATED CERTIFICATE WHICH AUTHORIZES 
THE VENEZUELAN REPRESENTATIVE TO OBLIGATE THE FOREIGN EIRM IN 
DEALINGS WITH CADAEE; 

A.3. STATEMENT OE FIRM'S LISTING IN CADAFE'S REGISTER OF FIRMS 
ISSUED BY THE OFFICE OF BIDS AND CONTRACTS OF THE 
DIRECTORSHIP OF INFORMATION AND SPECIAL SERVICES (EIRMS NOT 
LISTED IN THE REGISTER SHOULD CONTACT SAID OFFICE-ROOM 7-02 
IN THE EDIFICIO CENTRO ELECTRICO NACIONAL-IN ORDER TO REGISTER); 

A.4. CURRENT INFORMATION ABOUT THE TECHNICAL AND EINANCIAL 
CAPACITY OF THE SUPPLIER COMPANY AND THE REPRESENTATIVE-OF 
SPECIAL INTEREST IS INFORMATION ABOUT THE SUPPLY AND ASSEMBLY 
OF SIMILAR EQUIPMENT; 

A.5. STATEMENT INDICATING THE TOTAL NUMBER OF SIMILAR UNITS NOW 
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BEING SUPPLIED OR ASSEMBLED BY THE SUPPLIER AND THE PERCENTAGE 
OF SUCH WORK THAT HAS ALREADY BEEN COMPLETED; AND 

A. 6. INFORMATION ABOUT THE FINANCING THAT THE SUPPLIER OR ITS 
REPRESENTATIVE CAN OFEER TO CADAFE. 

(B) EACH SUPPLIER MUST SUBMIT THE EOLLOWING INFORMATION, TO 
CADAFE: 

B. I. INFORMATION ABOUT THE SUPPLIER'S PRODUCTION FACILITIES THAT 
WILL GIVE CADAFE AN ACCURATE PICTURE OF THEIR SIZE AND QUALITY; 

B.2. INFORMATION ABOUT THE TECHNICAL CHARACTERISTICS OF THE 
EQUIPMENT, ITS CONSTRUCTION, AND ACCESSORY EQUIPMENT; 

B.3. TEST DATA ON EQUIPMENT FIRM INTENDS TO OFEER; 

B.4. INFORMATION SIMILAR EQUIPMEN T NOW IN SERVICE-THIS 
INFORMATION SHOULD INCLUDE THE NAME OF THE OWNER, THE PLACE OF 
INSTALLATION, THE DATE THE UNIT WAS STARTED UP, AND THE TELEX 
NUMBER OF THE OWNER. 
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C. ALL OF THE ABOVE INEORMATION MUST BE PRESENTED TO CADAEE, 

IN DUPLICATE, IN THE SALA DE USDS MULTIPLES; EDIFICIO CENTRO 
ELECTRICO NACIONAL; AVENIDA SANZ, EL MARQUES; CARACAS VENEZUELA 
AT 1000 8/29/77. 

5. ESTIMATED PROJECT COST/FOREIGN CONTENT: N/A 

6. COMPETITIVE FACTORS: STRONG COMPETITION CAN BE 

EXPECTED EROM CANADIAN, BRITISH, ITALIAN, AND BRAZILIAN SUPPLIERS. 

VAKY 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 21-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA07284 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770260-0911 

Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770735/aaaabdqg.tel 

Line Count: 125 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION ARA 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Page Count: 3 
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Previous Classification: n/a 
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Review Release Event: n/a 
Review Transfer Date: 
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